AMENDMENT NO. 1 JUNE 2023 
TO 
IS 12503 (PART 1 to 6) : 2020 COIR — MATTINGS, MOURZOUKS AND CARPETS 


( First Revision ) 


[Page 5, Part 1, clause B-1.4 (c)] — Substitute the following for the existing: 
‘mass, kg/m7, and’. 
(Page 6, Part 1, clause C-3.1) — Substitute the following for the existing: 


‘C-3.1 Weight each test specimen accurate up to 10 g. The dimension of which has been determined in accordance 
with C-2. Calculate the mass in kilograms per square metre of the test specimen from the mass as obtained above 


and the dimensions as obtained in C-2.’ 
[Page 9, Part 2, Table 1 (Continued), Three treadle weave powerloom matting, col (1), row (2)] — 


Substitute the following for the existing: 


*PM3A2 (P3A2)’. 
[Page 11, Part 2, Table 1 (Concluded) — Insert the following sub-tittle below the note in the table: 


‘Special Reed Matting’. 
[Page 11, Part 2, Table 1 (Concluded), Method of test, col (1)] — Substitute the following for the existing: 


‘[see IS 12503 (Part 1) : 2020] ’. 
[Page 14, Part 3, Table 1, Powerloom Matting Ribbed, col (1), row (4)] — Substitute the following for the 
existing: 


‘PKA4 (PKM6)’. 
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